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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 217167 
ORIGIN FAA-00 

INFO OCT-01 ARA-14 ISO-00 DOTE-00 EB-08 /023 R 

DRAFTED BY EAA/AS0-1F:AMWALDIN:PMA 
APPROVED BY EB/OA/AVP:AJWHITE 
EB/OA/AVP:JMROBERTS 

044763 101107Z/13 

R 100146Z SEP 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LA PAZ 

UNCLAS STATE 217167 

E.O. 11652: N/A 
TAGS: EAIR, BL 

SUBJECT: FAA MEDICAL EXAMINERS 

REEL LA PAZ 6886 

1. APPRECIATE INFORMATION PROVIDED RE DR. GARCIA. EAA 
NOW REVIEWING HIS OVERALL QUALIEICATIONS AND WILL THEN 
DECIDE ON APPROPRIATENESS OF DESIGNATION. 

2. WE NOTE THERE ARE CURRENTLY NO EAA APPROVED AIRMEN 
MEDICAL EXAMINERS IN BOLIVIA. IE EMBASSY DESIRES AND 
BELIEVES DESIGNATION OF SEVERAL WOULD BE BENEEICIAL, 

RECOMMEND YOU CONTACT THOSE REEERRED TO IN REETEL AND 
HAVE THEM WRITE TO FAA FOR APPLICATION FORMS. 

3. THEIR INQUIRIES SHOULD BE SENT TO: 

FAA AERONAUTICAL CENTER 
AAC-140 

POST OFFICE BOX 25082 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 217167 

OKLAHOMA CITY, OKLAHOMA 73125 
VANCE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: AVIATION, MEDICAL DOCTORS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 10-Sep-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE217167 

Document Source: CORE 

Document Unique ID: 00 

Drafter: 1 F:AMWALD1N:PMA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770328-0946 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770977/aaaacndh.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: efe90d49-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN FAA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1317356 
Secure: OPEN 
Status: NATIVE 

Subject: FAA MEDICAL EXAMINERS 
TAGS: EAIR, BL 
To: LA PAZ 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/efe90d49-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



